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T8 900 Series Rapid Start 


Philips leads the industry with the lowest level mercury technology. Reducing the mercury 
level (Source reduction) during the manufacturing phase is essential to creating products 
that are less harmful to the environment. 


Benefits 

e Sustainable lighting solution - Reduces the impact on the environment—low mercury 
and energy efficient. 

e 24 month warranty period. 


Features 
e Available in 17, 25, and 32 watts 5000 color temperature and 32 watts, 3000 color 


temperature. 


Application 
e Ideal for use in 2x2 fixtures in offices, corridors, hallways and schools. 
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T8 900 Series Rapid Start 


Versions 


f 


G13, T8 


Dimensional drawing 


Product 
F32T8/TL950 SLV 
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